BILL NO. S-74-06 - f3J 


SPECIAL ORDINANCE NO. S- 



AN ORDINANCE approving a contract with CENTRAL 
SUPPLY COMPANY for materials for Light 
Construction 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. The contract dated May 24, 1974 between the City of 
Fort Wayne, by and through its Mayor and the Board of Public Works and 
CENTRAL SUPPLY COMPANY, as follows: 

100,000 Cable Duct-3 1/C # 2 Aluminum AWG Type $59,900.00 
all as more particularly set forth on City Utilities Purchase Order No. 4438, 
which is on file in the Office of the Board of Public Works, and is by reference 
incorporated herein and made a part hereof, is hereby in all things ratified, 
confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and effect from 


and after its passage and approval by the Mayor. 
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Read the first time in full and on motion by 


UK 



seconded by 



s and duly adopted, read the second time by title and referred 
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tcTbe held’ after'due legal notice, 
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Read the third time in full and on motion by ' 

seconded by_. , |. -XX Pry and duly adopted, placed on its passage. 
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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (Z©nitig“Mapr)“(QenBr^l^i'toS§xaHbn) (Special) (Appropriable 
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Presented by me to the Mayor of the City of Fort Wayne, Ihdi'ana/)ph ; : 
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Bill No. S-74-06-12 

REPORT OF THE COMMITTEE ON CIH UTILITIES 

We 3 your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving a contract with CENTRAL SUPPLY COMPANY for materials for Light 

Construction 
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THE CITY OF FORT WAYNE 

board of public works 



May 28, 1974 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 

Attached is copy of City Utilities Purchase Order No. 4438 for 100,000 
feet of cable duct to be purchased from Central Supply Company in total 
amount of $59,900.00. This cable duct is to be used by Light Construction 
for street lighting projects. 

In view of the long delivery of this material, the Board is requesting a 
"Prior Approval" on this purchase order. 

The purchase order will be submitted to Council for formal approval on 
June 11, 1974. 



JDB/ss 
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'- r SUL AT ION OF -LSOTr- Quote 
l _ Quote 

'^REF. __ 


Basing date 5 - 22-74 


Central Supply Company 


Graybar Electric 


WESCO 


National Mi I I Supply- 


599. 00/per 1000’ 
Total - $59,900.00 
Net 30 Days 
FOB Shipping Point - 
Delivery - 180 Days 


Freight a I lowed 


762.00/per 1000' 

Total - $76,200.00 
{% 10 Days - Net 30 
FOB - Freight Allowed 
Delivery - 2nd or 3rd 


591.15/per 1000' 

Total - $59,115.00 
Net 30 Days 
FOB - Destination - F/A 
Delivery - 400 Days 


No Quote 


W< 


ek of October 


5000# 


Griffin Electric 


Note: Price in effect a 


431.55 per 1000’ 

Total $43,155.00 
Net 30 Days 
FOB - Destination 
Delivery - 2nd Quarter 


1975 


f time of shipment substan 


uated by metaI 



index pr 


ce change. 
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CITY UTILITIES 

DEPARTMENT OF' PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE /INDIANA 46802 


original 

PURCHASE ORDER NO. 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
leceipt and correspondence. 


r 


n 



4438 


Central Supply Company 
701 East Wallace Street 
Fort Wayne, Indiana 





SHIP TO — 

Light Construction 

1701 South Lafayette Street 

Fort Wayne, Indiana 


:Sx VU'.&g T5 


f MAIL ALL INVOICES TO - 

f CITY UTILITIES- 

^GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
[ NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 ; 

> INVOICE IN DUPLICATE, INCLUDING 
* ^ CERTIFICA liQN.'ZAS REQUIRED BY 
ua JHD1ANA’^STATE BOARD OF ACCOUNTS 


QUANTITY 

received 


QUANTITY 

ORDERED 


.DESCRIPTION 


ACC'T. OR 
W.O. NO. 


UNIT PRICE 


100,000’ 


>sswrt« s-'natmils-ssiSf jgjl a*w 

Cable Duct 3 - 1/C #2 'A I urn i num AWG Type 600 Voh 
THW Insulation. (Specifications -.Attached) ; .-^3 

-5-Q □a'y5 - - "Sts Ha iprHfsKsnas +3 tajLwsr sst: s:n 3. 

'I sndrfjsiaSt* msi-Ti u>- mx>S sfcsst 500=** 1 

F.O.B. Shipping Point c — Freight Prepaid -- c 

'^Del ivery’ n£ "180 Days i3 r'<^~ ***«*«» -wt attsjto % 

Per Quote #653 


as sf JS 
•j-nuA 


! s«rsqirf* 
“M sW 

rv «&sii 

'.'.n.anitt, 


599.00/ 
M Ft. 


59,900. 


Subject to CounciImanic Approval 
Price in effect at time of shipment substanuated 
Route Via Smith ’s Transfer Corporation if possi 
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1 

Fort Way 
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ble. 
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s to Gan 
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ice chanc e. 


ON! 

2ral Accoii 
•ity Bldg. 


inting 


St 


a 46802 
Packing 


Slip 


JEK/gb #13 


00 


I 

L *" 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWi 


DISCOUNT WILL BE TAKEN 


BY 


SUBJECT TO CONDITIONS ON REVERSE SIDE 






















DIGEST SHEET 


Admn. Appr. 




TITLE OF ORDINANCE: 


City Utilities Purchase Order No. 4438 




l. 


Board of Public Works 


DEPARTMENT REQUESTING ORDINANCE: _____ 

SYNOPSIS OF ORDINANCE: Request approval of purchase of 100,000 feet of cable 

duct to be purchased from Central Supply Company for use by Light Construction 
for street lighting projects. 

(See Prior Approval letter attached) 


EFFECT OF PASSAGE: Material on hand to be used for 1974 street lighting projects. 


EFFECT OF NON-PASSAGE: No inventory of material. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): 
Cost to City Utilities: $59,900.00 


ASSIGNED TO COMMITTEE (J.N.): 





































